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Save This Booklet Carehdly read this eniiie manuat before using your new Browning firearm . 
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\Vc arc pleased ihai you ha\*e chosen a Browning Ciiori Plus trap sluxgun. In cvxf>' way ii Ls a fircann you 
will lx* proud lo shoot for man\' yt*ars. It is one of an advancrcd ncwv generation of trap guns w iih more 
adjustability and comfon features ilwn an)* BrcAvning trap gun e\vr. Take linx* to follow this manual oiiv* 
full) . and you will gain retil advantages that will Irring m\ ik* lx*si in your shcxxing ability, 

With a rciisonable amount of care, your Ciiori Plus should givrc you many v'cars of de|x*ndable. enjo\*able 
sh<X)ling. I^lea.se feel free to write us immeduitel)' if )xx» liaw any observ*alk)ns reg^irding Its |X‘rformance 
and operation. 

Tliank you, 
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One BroivnlH^ Phce. Afoq^an, Vtab 94050 

Distributed In Otuadn by BrowalnE Oinudn Sports UA'Uoe. S-LaurettL 
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DT TICte^ap shooting 
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You Are 

Responsible For 
Firearms Safety. 

As a gun o\Mier, you accept a set of dcnundlng re- 
sponsibilities. How seriously )*ou lake these respon- 
sibilities can mean the difference l)tn>veen life and 
death. Failure to follow any of these iasmjaioas can 
cause extensive d^irrutge to your gun and/or pos- 
sible serious injury or death to ^xxirself and others. 

THERE IS NO EXCUSE FOR CARELESS OR 
ABUSIVE HANDLING OF ANY FIREARM. A T ALL 
TIMES HANDLE ANY FIREARM WITH INTENSE 
RESPECT FOR ITS POWER AND POTENTIAL 
DANGER. 

READ AND UNDERSTAND ALL OF THE CAU- 
TIONS AND PROPER HANDLING PROCEDURES 
OUTLINED IN THIS BOOKLET BEFORE USING 
YOUR NEW FIREARM. 

\ ALWA YS KEEP THE MUZZLE OF ANY 

FIREARM POINTED IN A SAFE DIRECTION. 

Do this ONcn lliougli you are* anain it Is un- 
loaded. Never point any flreami at amihing V(ki 
do not Intend to .sIkxh. Ue exiremelv altTi and 
aware* of all persons and prt)peiiy wiililn tlK* 
ninge of your aminuniiion. 

2 NEVER REL Y TOTALLY ON YOUR FIREARM'S 
MECHANICAL 'SAFETY ' DEVICES. 

Always ;Lssume that ycKir gun can lx.‘ fired at any 
lime, e\'en with all .safer\' mechanisms engaged. 
Tlie word ’s;ifeiy’ desc'ril)cs a gun s maliankiil 
devices that are de.sij^Kfd to plac*e u gun in a 
status. No guarantee can Ix* made that ilx* 
gun w ill not fire even if the “safety" Is in the *on 
s;ife* ptxsilion. See 'Operation of llie Safer) " later 
In this manual for Instructions on operation of 
this gun's “safer)'," 

LIKE ANY MECHANICAL DEVICE, A ' SAFETY ' 
CAN SOMETIMES FAIL; IT CAN BE JARRED 
OR INADVERTENTLY MANIPULATED INTO AN 
UNSAFE CONDITION. 

Mechanical .safeties' merely aid safe gun han- 
dling and are no excuse for pointing )xxir gun's 



muzzle in an unsafe direaion. Wlrile It Is a good 
idea to “test* >xxjr gun’s mechanical “safeiies” 
periodically for proper function, ne\ er test them 
while your firearm Is loaded or pointed in an 
unsafe direaion. 

Safe gun liarKlIing does not stop witli your gun’s 
meckinical "safety" devia'S—ii starts there. Al- 
\\*a)'s treat aQ firearms with the respect due a 
loaded, ready-to-fire gun. 

NEVER TEST THE MECHANISM OF ANY 
FIREARM WHILE IT IS LOADED OR POINTED 
IN AN UNSAFE DIRECTION. 

3 WHENEVER YOU HANDLE ANY FIREARM. OR 
HAND IT TO SOMEONE, MAKE SURE IT IS 
COMPLETELY UNLOADED. 

Alwa)*s open iIk aaion Imnxxi lately, visually 
chxk lire* chamlKcs. Make certain (hat they do 
not inadvcnently cx)nialn any ammunition. Al- 
keei> the chamlx*rs empty* and the siifeiy in 
the ■(« safe" position unless shooting is immi- 
nent. 



•t 00 NOT TRANSPORT ANY FIREARM 
LOADED. 

Kwp all fireanns unloitdc'd during tr.ins|xm, 
wlKlhcT stoivd in a holster, gun case, .scabbard 
or oilxT omaincT. 

5 HUNTING FROM ELEVA TED SURFACES 
SUCH AS TREE STANDS IS DANGEROUS. 

Doing so may increxse the risk of handling any 
fireann. Tlie following rules should alway s he 
olvwr\*ed In* vou and tiiase ) (xi hunt with. Al- 

*4 V 

rnrismake amain tiui the stand khng usc*d is 
safe ami stable. Aluxn's make certain that your 
fireann is unkKided wlicn it is Ix'ing taken up 
and down from tlx* stand. make certain 

that y(xir fircami Is mu dr<>j)ix‘d from the stand, 
or dropped while It is Ixing taken up or down 
from the stand. Kenwmlxr. a loaded fireann 
may disdiarge wlien dropped, even with the 
safety in the “on safe' position. 

6 BEWARE OF BARREL OBSTRUCTIONS. 

Do diLs for the safety oS ixxh your gun and 
yxHirself- Mud. snow*, aixl an infinite variety’ of 
odier ol^ects ma\' inadvertenth' lodge in a barrel 
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bore. Ii takes only one small obsimaion lo 
cause dangerously increased pressures ilui can 
ruin (swell or mpuire) ihe finest barrels. 

BEFORE CHECKING FOR A BARREL 
OBSTRUCTION, BE CERTAIN YOUR FIREARM 
IS FULLY UNLOADED. 

Make sure no live rounds arc In the chambers 
by breaking open the action. Place the safety* in 
the "on s;ife‘ position. L<x>k through ilie IwrreLs 
to he sure they arc clear of any dwimciion. If 
an obstruction Is seen, no matter bovc small it 
may be, dean the Iwre with a cleaning rod and 
patch as described later in (his manual. Befoiv 
the first firing, clean the Ixxc \\ Ith a defining 
rod and patch, and wipe awuy any anti-m.si 
compounds in the aaion/chamlxT aretts. 

7 AL WA y$ COMPLETEL Y UNLOAD ALL 
FIREARMS WHEN NOTIN USE. 

As a safety precautk)n, it Is preferal>le to dlsas- 
Humble your gun for storage. Store your gun and 
ammunition separately— well beyond tl>e reach 
of children, Your resporvMblliiic‘s do ikx end 



when your firetirm Is unattended. Take all safe- 
guards to ensure that any firearm does not l)e- 
come a\ a liable to uni mined, inexperienced or 
unwelcome hands. 

8 USE THE PROPER AMMUNIVON. 

The barrel and aaion of all Briw*ning fireantis 
have l)een made witli .sul)staniiai safety' mar^yns 
over the pre.s.sures de\*eloped by established 
Amerk'an commercial loads, NcNenhelcss. 
Browning assumes no lUbilliy for incidcnis 
which occur ihrougli the use of cartridges of 
nonstandard dimensions which de\'ek>p pre.s- 
sures in excess of commcrcLnIly a>uilable ammu- 
nition w hich has been loaded in aco)rdance 
with standards esta Wished \yy the Sporting Arms 
and Ammunition Manufaciureis’ Institute 
(SAAMI), 

BE ALERT TO THE SIGNS OF AMMUNITION 
MALFUNCTION. IF YOU DETECT AN OFF 
SOUND OR LIGHT RECOIL WHEN A SHELL IS 
FIRED, DO NOT LOAD ANOTHER SHELL INTO 
THE CHAMBER. 



Open the aaion and remo\'e all shells from the 
chambeKs), as well as the aaion areas and 
magaane (wlK*n applicable). With the action 
opati, glana* down liic barrels to make sure that 
a wad or other ohsimaion doe.s not remain in 
eiilwr barrel. Compldely clear the barrel lx*fore 
loading and firing again. Failure to follow ihc*se 
insiruaioas can cause extensive damage to your 
gun and posslirfe seriais injury' to yourself and 

OthCTS. 

MAKE SURE OF ADEOUA TE VENTILATION IN 
THE AREA THAT YOU DISCHARGE A 
FIREARM. WASH HANDS THOROUGHLY 
AFTER EXPOSURE TO AMMUNITION OR 
CLEANING A FIREARM. 

Ldid exposure c*pn Ik* ol)taincd from discharging 
in poorly ventilated arcAs. cleaning firc*anns or 
handling ammunilk)n. Lead Is a substance that 
has IXK’n knovvn to cause blnh defects, repro- 
duaive harm and <xher serious injury'. 

9 NEVER INSERT A SHELL OF THE INCORRECT 
GAUGE IN ANY SHOTGUN. 



Tlie gauge yxwr shotgun Is marked on the 
skle of tile Ixirrel. Sore all cartridges of different 
gauges In txKnpletdy separate and well-marked 
anuainers. Newer store sliells of mixed gauges in 
a cx)innx)n container of in yxnir pockets. 

EXAMINE EVERY SHELL YOU PUTIN YOUR 
GUN. NEVER PUT A 20 GAUGE SHELL IN A 12 
GAUGE GUN. 

TIk’ most certain way to bulge or rupture a shot- 
gun barrel is to drop a 20 gauge shell Into a 12 
gauge cliamber, Tlie 2^ g'auge shell unfortu- 
nately. will not fall completely through the bar- 
rel: its rim is caught by' tlie front of a 12 gauge 
clumlwr Your gun will misfire (w ith the cham- 
l)er appearing to lx? empty’). It is then |X)ssible 
lo load a 12 gauge shell Ixhind tile 20 giUige 
s1k*U. If the 12 gauge sltell is then fired, the re- 
sult will l)e a .scxalled '12*20 bursf which can 
cause extensive danwge to your gun and jxjs- 
sible seriais injury' to you and others. 

10 USE SHELLS OF THE CORRECT LENGTH. 

Do not use 3-1/2’ shotgun shells In any shotgun 
or barrel w ith a 2 5/4* cliamber or 3" chaml)er. 
Do not use 3* shells in a shtxgun chamlx?red for 
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2 3/4' shells. The size of ilie chamber is in- 
.scril)ed, along with g;iuge and choke designa- 
tions, on the side of the barrel, 

1 1 DO NOT SNAP THE FIRING PIN ON AN EMPTY 
CHAMBER^THE CHAMBER MAY NOT BE 
EMPTY! 

Treat ever\' gun with the respea due a loaded 
gun, even though you are c'enain the gun is un- 
kxiclcd 

12 KEEP YOUR FINGERS AWAY FROM THE 
TRIGGER WHILE UNLOADING, LOADING, 
UNTIL YOU ARE READY TO SHOOT. 

13 BE SURE OF YOUR TARGET AND BACK- 
STOP. 

Particularly during low light peritxLs. KntAv the 
range of your ammunition. Newer sIkxji at wuier 
or hard objects, 

t f ALWAYS UNLOAD THE CHAMBER(S) OF ANY 
FIREARM BEFORE CROSSING A FENCE, 
CLIMBING A TREE, JUMPING A DITCH OR 
NEGOTIATING OTHER OBSTACLES. 



Newer lean or place any loaded fia*ann on or 
agiiinsi a fence, tree, car. or otiK'r similar ol)jcxi. 

13 WEAR EYE AND EAR PROTECTION WHEN 
SHOOTING. 

rnproiected, repeated exposure lo gunfire can 
cause hearing damage. WVar car proietiors 
(slKX)ting earplugs or muffs) to guard against 
such damage. Wear shooting glasses (o pixxeci 
your eyes from flying panicles. Always keep a 
safe distance lx*tween lire muzzle of \txir fia'- 

4 

ann and any persons nearby', xs muzzle l)lxs(. 
debris and ejecting sirells ccxikl Inflltl serious 
injury'. Also, wear e>'e prtxetilon wlien duos- 
sembling and cleaning all firearms (o prew^mt the 
possibility of springs, spring-ienaoned pares, sol- 
vents or other agents from contacting your cyx*s. 

16 DROPPING A LOADED GUN CAN CAUSE AN 
ACCIDENTAL DISCHARGE. 

Tills can occur even wiili the ‘safere*’ in tire ”on 

4 

safe" pasition. I3e extremely c*:ireful while huru- 
ing or during any shooting aait'liy, to avoid 
dropping any firearm. 



17 IF ANY FIREARM FAILS TO FIRE, KEEP THE 
MUZZLE POINTED IN A SAFE DIRECTION. 

Hold this position for a minimum of 30 seconds. 
Carefully open die action and remove the car- 
tridge. If the primer is indented, ihc ca itridge 
.sliould be dispased of in a w'ay that cannot 
cjase hami. If the primer Is not indented, your 
fireami should be examined b\' a qualified gun* 
siniili and tire cause of the malfuncilon should 
be correaed before Umber u,se, 

18 BE DEFENSIVE AND ON GUARD AGAINST 
UNSAFE GUN HANDLING AROUND YOU AND 
OTHERS. 

Don’t Ire timid wlren it comes to gun .safety, If 
\xw oliscm* other siKxxers violating any of 
these safety' prec'auiioas, politely suggest safer 
handling |)niala*5. 

19 BE CERTAIN ANY FIREARM IS UNLOADED 
BEFORE CLEANING. 

Ueciuse so nuny gun accidents occ*ur when a 
fia*ami Is Ireing cleanc*d, special and extreme 
care shcxikl Ire taken to Ire sure your gun is un- 



kxided Irefore dLsa.s.scml>ly. cleaning and 
re;us,sctnl)ly. Keq> ammunition away from the 
cicjining kKiuion. Never test the mechanical 
funakin of anv fircximi with live ammunition, 

20 SUPERVISE AND TEACH FIREARMS SAFETY 
TO ALL MEMBERS OF YOUR FAMILY- 
ESPECIALLY TO CHILDREN AND 
NONSHOOTERS. 

Closely' supervise newcomers lo the shcxiilng 
spores. Lnajurage enrallment in hunting '.shoot- 
ing safely cxAinres. 

21 NEVER DRINK ALCOHOLIC BEVERAGES OR 
TAKE ANY TYPE OF DRUGS BEFORE OR 
DURING SHOOTING. 

Your vision and judgnrem could Ire dangerously 
imjxiired, making your gun handling unsafe to 
you and to others. 

22 PERFORM PERIODIC MAINTENANCE. AVOID 
UNAUTHORIZED SERVICING. 

Y<xjf new firearm is a mechanical dev ice which 
will noi last forewet. and as such, is subject to 
wx^ar and requires pcricxllc lns|realon, adjust- 
mem, and servia‘. Browning firearms should Ire 
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serviced by n Browning Reamimencled Senia* 
Center or by Brow ning’s service faciliT)' in 
Arnold, Missouri. Browning cannot assume any' 
responsibility for injuries suffered or caused b)' 
unauthorized servicing, alieraiions or modifica- 
tions of Browning fiream^s. 

Read and hc*ed all \vaming.s in iliis iastruction Ixx)k, 
on ammunition boxes and with all acx*cssories that 
you iniaall on your firearm. It is your responsibility 
to secure the most up-to-date information on the 
safe iiandling procedures for your Ikow'ning gun. 
Browning assumes no lla)>ility for incidents wiiich 



ocrur when unsafe or imi)rt^r gun accessories or 
ammuniiion corr^nations arc used. 

DO NOT, UNDER ANY CIRCUMSTANCES, ALTER 
THE TRIGGER, SAFETY OR OTHER PARTS OF 
THE FIRING MECHANISM OF THIS OR ANY 
OTHER FIREARM. FAILURE TO OBEY THIS 
WARNING MA Y RESULT IN INJURY OR DEA TH 
TO YOURSELF OR OTHERS. 

BE CAREFUL! 




Rocotl Pod 
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Barrel Sefsetor/Satety 



Recoil Reducer Inner Cylinder 



Nomenclature 



In convent iontil gun temiinolog^*, the pasiiion and 
mov einent of gun pans are dc‘scril)ed as they oaur 
w ith the gun horizontal and in normal firing posi- 
tion; i.e,. the muzzle is fonvard or front; Ixiii siocHc 
is reanvard or rear; trigger is downward or under- 



ncaih; the ril) is upwaid or on top. For genenil parts 
nomenclature refa to Figure J, For .spc'dfic pares 
names rebtc*d to disassembly and adiu.simenr.s .sere 
Figure 2. 
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Serial Number 

'llu* serial iHiml)cr of your Ci^ori I’lus can lx* f<xind 
on ihc lop umg under rhe lop lc\‘cr Ra*orcl ihLs 
tuimlxr for fuiure reference. 

Ammunition 

All Cilori Plus Models are <k*si^*d lo sIkkx and 
fuiuiion w'hli 2 3/*i'’ 12 g;iu^* iDp loads only. 

Brow ning; cm assunx no respon.'ahllliy for incklenis 
which (KX'ur ih rough ihe ase of cartridges of non- 
suindaai tllmenslon or ihosc de\ eloplng pressua’s 
in excess of Indusir)' standards esiahllshcxl l>y ilx* 
Sj)orting Anns and Ammunilion Manufaciurefs Insti- 
tute (S/\AMI). 

CAUTfON: DO NOT USE 3" OR $ 1/2'^ SHOTGUN 
SHELLS W ANY SHOTGUN OR BARREL WITH A 
2 3/r CHAMBER. THE SIZE OF THE CHAMBER IS 
INSCRIBED ALONG WITH GAUGE AND CHOKE 
DESIGNATIONS, ON THE SIDE OF THE BARREL 

initial Cleaning 

Various exposed metal parts of your new Cllori Plus 
have lx‘en coated ai the factor)* with a rast prtwen- 




Locking txU. 



latKx* aimpound. liefore assembling your Giorl 
Plus, dean the ami-ruja com|x>und from the Inside 
of ilie barrels and clwinlxrs, and generally wipe 
clean tlx* metal surfaces at the axtr of the forearm, 
on I he IximH lug and ihe imerior a rets of the re- 
aHver, as well as any otlxr parts ctxiied with this 
cxnnpound. Bntnx'nlng Oil is idc*al for wiping and 
cleaning these pans aixl for gi\ing your gun Its first 
lulxicuiion. 

Ctein (he Ixitrels using a cleaning rod and patch as 
explained under 'Cleaning Suggestions.’ Read this 

eniire ntanual. c*sixvially. ’Genentl Ojxniiing Pnxe* 
dures.* Ixfore perfonning the first cleaning, to lam 
ncxessary information on bretiking open ilie action, 
etc. 

Assembly Procedures 

BEFORE BEGINNING THE ASSEMBLY PROCESS, 
ALWAYS MAKE CERTAIN THERE ARE NO 
SHELLS IN THE CHAMBERS. 

1 After wiping the nxchanism clean, place one or 
two drops of a quality oil, like browning Oil on 
tlx* folknving surfaces (See Figures 5*A. 3*b 
&K): 

5-A) Poreann Ikicket 

3-13) Ihirrel lug. Hinge pin Ixnmng surface. 
Ejecior slide, barrel flats, 

3-C) Hinge jxn. Cocking leser. Ixxking lx)lt. 

2 To attach tlx* Ixirrel to the action, gntsp the 
stock's pistol grip wUh your right hand and an- 
chor the IxiiLsKxk lx*tw een your right forearm 
and right side. With the thumb of your right 
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Fiaure 5 Fiaure 6 





Iwnd, move the lop le\'er sklewa)'s (o ihe ex- 
treme riglu (Sec Figure 4). 

3 Grasp the barrels in your left luncl and engage 
the barrel lug s circular recess with ihc actions 
hinge pin (See Figure 5). Keep pressure on the 
barrels lo keep the hinge pin aligned in the bar- 
rel lugs circular recess, arxl simulraneously ro- 
tate the barrels upward, fully dosing the aaioas 
(See Figure 6). 

4 Release the lop lever. It should snap back to hs 
central position. 



5 Flaw tk' Ixiu of ik gun's sioc'k agiiinsi your 
upper leg to support it. Hngage the rear |X3Hion 
of the foreann lo the front, radius area of the 
Rxei'XT (See Figure 7). 

6 Pivxx the forearm up lo the barrels tightly, this 
will cause tk* takedown lever latch -to engitge 
onto (he barrels. U ntay k’ necessary to depress 
ilie takedown kwer latch. It should k* Hush with 
iIk‘ waxl <M) the underside of the foreami. The 
forearm and latch an k installed in one motion 
I))' positioning tk forearm as sliow' and tapping 
lk‘ forearm's widest pan sharply toward the Ixtr- 
rels with the heel of your hand (See Figure 8). 
die takedown kver should llien automatically 
lock into position. 

CAUTION: WHEN ASSEMBLING YOURCfTORI 
PLUS TRAP GUN, DO NOT USE UNDUE 
FORCE IN CLOSING THE ACTION. If ilie ac- 
tions and barrels are not properly aligned, un- 
due force will only cause them to grind together 
and sewe or mar the finely filled surface. If 
there appears to k interference, start over at 
step 2, king ard'ul to mate and align the barrel 
lug and the receiver hinge pin properly. 
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Fiaure 9 




Disassembly Procedures 

Dlsiisscmbling your Ciiori Plus imo two paas — ihc 
action/louiist<K‘k and the Ixmvl/foamrm — is ideal 
for storage or for cleaning and (naimenanev. 

BEFORE BEGINNING THE DISASSEMBLY 
PROCESS. ALWAYS MAKE CERTAIN THERE ARE 
NO SHELLS IN THE CHAMBERS. 

1 With I he adon dosed, anciwr ihc gun’s 
l)uasu)c‘k ugaiasi yxjur upper leg and pull the 
takedovN'n \^^vr latch ouiwxird. At ihe same* liiiK* 

grasp the forearm with the oihcr fingers of your 
iefi hand. With (he help of your riglu hand, 
pivot (he forearm a\s*;iy from the l>aiTCl (See 
Figure 9). Set the foreann askle. 

2 break open the action in the usual manrM,*r. 

Tlien Girefully disengage the Ixirrel lug from (Ik* 
hinge pin and lift the )>ara*ls upwanl oui of the 
action. 

3 Reattach the forearm to the Iwrrels as expkiined 
previously, except with the barrels a'paraied 
from the receiver. This is an Ideal wav co store 
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\'our shotgun — in two plecxs. 

Operation of the “Safety'' 

The complete aaion (both barrels) is put ’on safe" 
l)y drawing the thumb safet>'/sdeaor re:ir\vard (See 
Figure 10). 1b put the gun "off safe" the safet^Vse- 
lector is moved forward In the “on safe* pasiiion. 
an “S” ap|x*ars direoly in front of the ssift*t)'/selec- 
lor. 

The above applies whether ll>e selector is posi- 
lioned for the ‘O' (over barrel) or “U" (under lar- 




nA) 10 fire first. Wht*nc\er yoti are noi atiually firing 
your slK)lgun, always lx* cenain that your gun is 
pointed in a safe direction, and check the .safely 
manually or visually to av'oid any chana* of acci- 
dental discliarge. Always keep your safely in the ‘on 
sifc’ position unless you are aaually firing the shot- 
gun. 

LOAD YOUR CITORt PLUS TRAP GUN ONLY 
WHEN SHOOTING IS IMMINENT. ONCE LOADED, 
THIS GUN IS READY TO FIRE BY MOVING THE 



SAFETY TO OFF SAFE. AND PULLING THE 
TRIGGER. 

Al\va)*s keep the muzzle of your shotgun pointed 
dovvn range al all times when on the sh(X)llng line. 
When leaving or moving along the line always open 
the adion. Mev-er have tlx* action of your CItorl Plus 
ckml exa*pl when you are on the line, ready to 
sIkx)!. vvlxn your gun is cased, or w'hcn it is .set in a 
gun radc at the range. Wiien you retrieve your gun 
from iLs tuse or fn>m a gun rack, alwTiy.s immedi- 
ately open the aaion and check to as.su re dial no 
slxils are in the diainben). 

ALWAYS KEEP THE MUZZLE OF YOUR CITORI 
PLUS POINTED IN A SAFE DIRECTION. 

FAILURE TO FOLLOW THE ABOVE INSTRUC- 
TIONS COULD RESULT IN INJURY OR DEATH TO 
YOURSELF OR OTHERS. 

General Operating Procedures 

Highly skiQecI lediniques of hand-lilting and polish- 
ing have been used to accomplish the hairline filling 
of metal parts on diis gun. Tliese ixiiastaking opera- 
tions are necessary to prevent looseness, even after 
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long use. You may consider your new gun lo be 
sllgluly stiff. This close filling, however, ‘4SSKiKS you 
of long lasting dependability. 

OPERATtON OF THE TOP LEVER — 

The lop lever operates the locking boll, which is 
very closely hand-fitted to iLs barrel lugs. Provision 
Is made for the gradual wear of locking surfaces by 
allowing a slight excess of meial. This exacting 
metal allowance keeps the breech of ihc gun light 
for many years. 

Upon dosing your gun, let the top lever snap into 
position — do not retard its aalon with your thumb. 
If closed in this manner, the lop spring will re- 
turn the top lever mec'hanism to locked posiiion. Ii 
Is not necessary’ ihiU the top lever return lo a com- 
pletely central position; in fact, ii usually will nut do 
so in a ne^v gun. Many expcricnaxi sIvxHcfs culti- 
vate the habit of lightly pushing ihe top lever to ik* 
left after the gun Is dosed. It kconK‘s auit^nailc 
and Ls a c|Uick method of assuring )'ourself that for- 
eign matter has not interfered ^iih ik cx)mplcie 
dtxsure of the breech. 

The bmah is so tightly luind-fiiial ikii foreign mat- 
ter, siincl. etc. may prohibit u«npkic closing. 

IF THE BREECH WILL NOT CLOSE COMPLETELY, 
UNDER NO CIRCUMSTANCES SHOULD YOU 
ATTEMPT TO FIRE. 

break the gun and unload it. Caaffully examine ik* 
breedi surfaces, and a*mov'e the foaign nuuier. Re- 
memlxT to always kc^cp ik* polisited I)ra‘ch sur- 
faces clean and lightly oiled. 

LOADING^ 

CAUTION: AT ALL TIMES DURING THE LOADING 
AND UNLOADING PROCEDURES, BE SURE 
YOUR MUZZLE IS POINTING DOWN RANGE IN A 
SAFE DIRECTION, AND THA T THE SAFETY IS IN 
THE “ON SAFE'' POSIVON. 

1 break the aalon as explained abo\x*. 

2 Insert a cartridge fully into each chamlxT. 

3 Case the aaion by pulling up on ihe forearni. 
The lever will snap l)ack to center wk*n prop- 
er! v closed. 

4 



UNLOADING — 

1 Open Ihe aalon by pushing the top lever to the 
ri^it, as explained previously. 

2 Pull down the forearm to eject the shell(s). The 
Oiori Plus has an automatic, seleaive ejeaor. 
This means that a fired shell will ejea com- 
pletely' clear oS the shotgun when the aaion is 
l)Token open. An unfired shell will be conve- 
niently dmied slightly out of the chamber for 
easy remov'al w'iih your fingers. If you will be 
ejeaing .dwells onto the ground, it is Important to 
point ll»e chamlx‘fs — \yy slightly canting the 
shotgun to Ihe right (left for left-handed shoot- 
ers) — so the slielKs) <^eas clear of your lx)dy 
and face. 

3 Collcaing empties with automatic ejectors— 
There Is no clisadv'aniage to having a aulomiilic 
cjc*ciors when collcxiing empties. Simply i>race 
the iHiii-siock 1 x 1 ween your torso and forearm, 
and, after unkxking the action, exjp your hand 
over ik* chamlxr befom the action fully hreak.s 



<>pc*n and tlx* shell ejeas. The .shell will |X)p up 
into yxxjr Iwnd for c*asy remo\ al. 

RcmemlxT, ix*\vr Iw\e ilie action of your Citorl 
Plus closed except wlxm yxni are on the line 
ready to shoot, v\hen your gun is cased, or 
whem it Is set in a gun rack at the range. It Is a 
ct)uitcsy lo Ollier sliooic*R, and a wise safety' 
prjciia», to keep your aalcxi o]xn al all other 
limes. 

FIRING YOUR CITORI PLUS — 

Willi tlx* chanilxfs loaded, the aaion closcxi, and 
the safely in iIk "off safe” position, the Ciiori Plus l.s 
filed ]yy «mply pulling the trigger. Never pull the 
iriggcT unless ik mu^^le is pointed dow'n range, at 
the day lai^. Make sure people — other .shooters, 
spcxialoR, Irap operatois — are not down range. If 
there is any diwbl about denvn-range safety, put the 
safety in the “on safe" posiiion, and open the aalon 
immediately until y'ou are certain all conditions are 
safe. 

Be attain you fiilly release the trigger Ixtween 
shots. If ihe iri^ef Is n<x permitted to rclurn lo Its 
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fully forward pasition, the firing mtxiwnLsm will not 
re-engage. This Is the case with nearly all wer and 
under shoiguas with single trigger sysieias. If this 
happens to you, rememl^er, them is nothing me- 
chanically wrong with \x)ur shotgun. You slnij^y 
need to a*memlx*r to fully allow the trigger to reium 
forw'ard k*fore pulling ilic irigget for Nixir MXt»xl 
shot. 

BARREL SELECTOR — 

Ik'foa' you shoot you should seleci \vl)kh Iwrrel 

you want to fire first. This Is done with the Iwrrel 
selector. It Is the Siime button utilized for ihe safety. 
On the right side of the safely is an **0" and on tlw 
left a 'U." One of these letters Is cos ered while the 
other Is exposed. Wlien the "0“ Is showing, the 
"over" Ixtrrel will fire fitsi. When a ■‘U’ is shosving 
the "under" Ixtrrel fires first. I3arrel aHecilon an 
only l)e made when the siifeiy is In the "on safe’ 
position. After firing one barrel it is not necessaiy' to 
move the safety/selcaor to fire the second Iwrrel. 
Simply releiise the trigger to lb original pocaiion and 
pull it a second time. You may want to recall which 
choke tube you have installed in each hairel when 
selecting which Ixirrcl to shoot first. 

Browning Recoil Reducer 

'fhe browning recoil reducer will allo>v you to 
more, with greater comfort . than e\'eiy before 
thought pa«ksible. it reduces recx)il to your shoulder 
by splitting the single, large jolt of normal recoil into 
nvo smaller impulses, reducing peak recoil by up to 
45% — all in a design that Is vinually maintenance 




free. The imemal mcclianism has no hydraulic or 
pneumatic pans to leak or wear out. Under nonnai 
use no iminienana* is required. Tlie entire media- 
nlsin Is lulwiaied at the factor^' with an adi anced 
silkXMK’ bxsed grease. No mher lubrication should 
e\*er k* necessary’ under normal conditloas. In the 
higlily unlikely ewem lliat you cxi>erlence a problem 
whli our recoil reduaT, take your Citoii Plus to an 
auiliorized browning Servitv Center or send it to 
our facility in Arnold, Missouri. 



Adjusting Length of 

Pull and Recotl Pad Cant 

Lenglli of pull Is adjusted by screwing the recoil pad 
and plate in or out on the threaded Inner cylinder 
e.xtending from the recxtil ivducer, Ra'oll pad cant Is 
set l>y‘ angling iIk* recoil pad with res|>ea to the 
slock, and securing it with a set .screw. 

TIk? rea>il pad plate las three threaded holes for in- 
serting a set screw and seal ring the recoil pad plate 
to ilie recoil reducer Inner cyilnder. These lioles al- 
knv you to sen the angular cam of the recx>il pad: for 
RigiM Hand. Left Hand or Neutral Position. Each |X)- 
alion has its designation Inscrilxd on tlie recoil 
plate adjacent to its threaded hole (See Figures 1 1 
and 12). Thc*re are tliree perpendicular grooves tra- 
yin^\D% the threads on cite inner eviinder. Each 
thread^ Itole corresponds to a grooi e, depending 
on the setting of llte recoil pad for cam Your Ciiori 
Plus comes with one set screw, pre-positioned and 
lightened down in the Neutral Position. 

NEVER VGHTEN THE SET SCREW DIRECTL Y 
ONTO THE THREADS, AS THIS WILL DAMAGE 
YOUR GUN. 





Figure 13 



Figure IS 




‘Do not fom the 
pad in past the 
>poini fesisiance 
is encountered. 



Flaure 14 





2 To sI)onen lengili pull lum ihc pad clcKk- 
wise. I'-idi lum repivscnis 1/20". To Icnphcn, 
lum iIk* pad counicrckxkwjsc. When shoiicnlng 
iIk‘ lentil of pull do not lum the pad bnickei 
dmvn (Ik inner cylinder past ihc point wiieiv 
resisiancv lo luming is cncouniered (Sec I'lgua* 
13). Villen Icngilwnhi}; pull never unscrew the 
a*coil pad plaic excessively. Al\\ay.s leave ai 
leasi f<Kir ihaads engageiiKni Ix'iween ihe pliiie 
and inner cylinder. An us'erage lengili of pull for 



When properly adjusted, the sc*i screnv will align 
pertecily with ihe proper groow. Ses eral extra sci 
sc*re\vs are provided. Do not iasert ikm into ihe re- 
ct)il pad plate holes ai the same lime. Only owsei 
sltould l>e iastallcd at any given lime. Tlie 
proc'edures for adjusting c'uni and piill are outlined 
lielow. 

BEFORE PERFORMING ANY ADJUSTMENTS, 
ALWAYS MAKE CERTAIN THERE ARE NO 
SHELLS IN THE CHAMBERS. 

LENGTH OF PULL — 

'Hie Cilori Plus comes with the recoU pad set in the 
neutral cam position. Length rf pull comes set. from 
the factory, at approximately 14 1/4', Maximum pmll 
is approximately 14 1/2" and minimum length is ap- 
proximaicly 14". To adjust the length of pull: 

1 Loosen the set screev in the recoil pd plate us- 
ing the smaller alien wTench pro\'kled (2mm). 
Tlie set screw is In the hole designated ’Neuiral 
Position" on the right side d* the recoil pad plate 
on your new Cilori Plus. 



iiKxsi slKXHCfs of 14 1/4" is set when approxi- 
mately fnv threyds are sliowing. 

ANGULAR CANT — 

nils allows you to c-ani the recoil pad to the right or 
left — deperxling on whether you are right or left 
lianded^)T leave ii in tlw neutral position, li is usu- 
ally easier to deiemiine and set your length of pull 
bcTore anting angular cam. 

1 Make sure llw an arew m Ihe inner cylinder Is 
removxKl or looaned enough that it will not 
contact the threads on tlx* inner cy'linder. Use 
tlx* 2mjn alien wrench supplied. 

2 For right-handed shooters, line up the .set .screw 
hole marked Ri^u Hand with the gnxn'e closest 
lo it (See Figure 14). 'Hie Right Hand hole Is lo- 
cated on ilie upper left side of the recoil j);id 
plate. Hiis setting \s ill lean the heel (top end) of 
llie recoil pad slightly to the left (Sec Figure 15). 

3 If you arc lc*fi-handt*d, follow the above, except 
line up tlie Left Hand hole w4ih the left hand 
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Parts List - Citori Plus Shotgun 



KEY# 


PART# 


DESCRIPTION 


1 


P034062 


Cocking Lever Litter Pin 12 
Type 2 &3 


2 


PO34068 


Cocking Lever Litter Spring Plur>ger 
12 All Models 


3 


PO34064 


Cocking Lever Lifler Spring 12 
Type2&3 


4 


' PO34041 


Cocking Lever Ltfler 12 Type 2 & 3 


5 


PO34032 


Cocking Lever Pin Set Screw 12 
Type 2 


6 


P036030 


Cocking Lever Pin 12 Type 3 


7 


• PO34011 


Cocking Lever 12 Type2&3 


6 


P034074 


Connector Stop Pin 12*20*26410 
All Models 


9 


* PO34070 


Connector 12 Al Models 


10 


P093634 


Cylinder Slop Saew 


11 


P093672 


Drop Stop AOtustmerri Screw 


12 


P093669 


Drop Stop Screw L.H. 


13 


P093677 


Drop Stop Screw R.H. 


14 


PO34106 


Ejector Extension Left 12 All Models 



15 


PO34102 


Ejector Extension Right 12 Al Models 


16 


PO34110 


Ejector Extension Screw 
12-20-28410 AN Models 


17 


• P034124 


Ejector Hammer Lelt 12 
All except SuperligN 


18 


P034128 


Elector Hammer Pin 12 
All except SuperNghi 


19 


' P034120 


Ejector Hammer Right 12 
All except Supertight 


20 


P034132 


Ejector Hammer Sprirtg Plunger 
12*20 -28*4 10 AH Models 


21 


P034134 


Ejector Hammer Spring Receiver 12 


22 


PO34130 


Ejector Hammer Spring 12*20*28*410 
All Models 


23 


P034114 


Ejector Retaining Pin 12 20-26*4 10 
All Models 


24 


' PO34082 


Ejector Right & Left 12 All Models 


25 


PC34140 


Ejector Sear Pin 12*20*28*410 
All Models 


26 


P034138 


Ejector Sear Spring 12-20*28*410 
All Models 


27 


• P034136 


Ejector Sear 12 M Models 


28 


• P034145 


Ejector Trip Rod Left 12 Type 2 & 3 


29 


• P034139 


Ejector Trip Rod Right 12Type2&3 



KEY# 


PART# 


DESCRIPTION 


30 


• P034148 


Firing Pin Over 12 All Models 


31 


P0341^ 


Firing Pin Retaining Pin 12 All Models 


32 


P034164 


Firing Pin Spring 12 All Models 


33 


• P034157 


Firing Pin Under 12 All Models 


34 


• P036245 


Forearm Bracket Semi-Beavertall 12 
Types 


35 


PO37110 


Forearm 


36 


P034231 


Forearm Screw 


36A 


P034234 


Forearm Screw Nul 


37 


• P034263 


Hammer Lelt 12 Type2 & 3 


38 


P034267 


Hammer Pin 1 2 Type 2 & 3 


39 


• P0342S9 


Hammer Right 1 2 Type 2 & 3 


40 


P093641 


Impact Ring Retaining Screw 
Machine Type 


41 


P093642 


Impact Ring Retaining Screw 
Wood Type 


42 


P034274 


inertia Block Pin 12*20*28*410 
AN Models 



43 


• P034272 


imertial Block 12 All Models 


44 


P034285 


Link Pin Inertia Block 12*20 
All Models 


45 


P034283 


Ur^Pin Receiver 12*20*28*410 
AN Models 


46 


P034282 


Link 12 All Models 


47 


' P034289 


Locating Boll 12 Type 2 


48 


P03429S 


Mainspring Guide 12*20*26*410 
All Models 


49 


P034293 


Mainspring 12 All Models 


50 


••P093676 


Recoil Pad Assembly 


51 


P093646 


Recoil Reducer Pad Plate 


52 


P093667 


Recoil Reducer Plate Screw 


53 


P093645 


Recoil Reducer Stock Plate 


54 


P093666 


Recoil Reducer Stock Plate Screw 


55 


P093614 


Rib Elevator Detent Spring 


56 


P093623 


Rib Elevator Nut 


57 


PO93608 


Rib Elevator Screw 


58 


P0936I8 


Rib Elevator Screw Pin 


59 


P093625 


Rib Elevalor Spring 


60 


P093616 


ftp Elevator Spring Follower 


61 


P093612 


Rib Pivol 


62 


P093^4 


Rib Vibration Damper 
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Parts List - Citori Plus Shotgun 



KEY# 


PART# 


DESCRIPTION 


KEY# 


PART# 


DESCRIPTION 


S3 


P037124 


Recoil Rdducef Assembly 


95 


PO34420 


Take Down Lever Pin 12*20*28*410 


64 


P093638 


Recoil Reducer Pad Plate Set Screw 






Ail Models 


65 


••PO93610 


Rib Assembly 30" 


96 


P034428 


Take Down Lever Spring Screw 
12-2O-28-410 All Models 


66 


“PO93609 


Rib Assembly 32" 


97 


P034424 


Take Down Lever Spring 


67 


P093678 


Rib Pin Punch 






12.20*28*410 All Models 


68 


PO93620 


Rib Pivot Pin 


9S 


‘ P034393 


Take Down Lever 12*20*28*410 


69 


' P034325 


SearUftl2Type2&3 






Type283 


70 


P034328 


Sear Pin 12 All Models 


99 


• P034472 


Top Lever Dog Screw 12-20-28-410 
AI1 Models 


71 


• P034319 


Sear Right l2Type2&3 


100 


• P034466 


Top Lever Dog 12*20*28*410 All 


72 


P034324 


Sear Sprino 12 Al Models 






Models 


73 


P0343Cd 


Selector BaVSp^g 12-20 


101 


P034464 


Top lever Spring Retainer Screw 






New Type 3 






12-20-28-410 All Models 


74 


PO34304 


Selector Ball 12*20 New Type 3 


102 


P034463 


Top lever Spring Retainer 


76 


• PO34308 


Selector Block 12-20 New Type 3 






12-20-28-410 All Models 


76 


• PO34302 


Selector Safety 12*20 New Type 3 


103 


PO34460 


Top Lever Spring 12*20*28*410 
All Models 


77 


P034313 


Selector Spring Detent Pin 










12-20-28-410 Al Models 


104 


" P034442 


Top Lever 12 Alt Models 


78 


P034314 


Selector Spring Screw 12-2D-28-410 
AIJ Models 


105 


• P034477 


Trigger Gold Plaled 12 Type 2 & 3 



79 


P034312 


Selector Sprir^g 12-20-28-410 


106 


* PO34S01 


Trigger Guard Field 12-2O-28-410 






AN Models 






Type28>3 


80 


P093864 


Stock Adjustment Nul 


107 


P034S37 


Trigger Guard Pin 12 All Models 


81 


P0936S5 


Stock Adjustmeni Plate 


108 


• PO34S30 


Trigger Guard Screw 12-20-26-410 


82 


P093664 


Stock Adjustment Plate Sei Screw 






All Models 


83 


P093662 


Stock Adjustment Slud 


109 


P034487 


Trigger Pin 12Type28 3 


84 


P093653 


Stock Adjusimertt SUjd Screw 


110 


P034494 


Trigger Piston 12-20-28-410 
/Ul Models 


85 


••P037114 


Stock Base Assembly 


111 


P034496 


Trigger Piston Spring 12 All Models 


86 


PO34390 


Stock Bolt Lock Washer 
12-2C-28-410AH Models 


112 


P034492 


Trigger Piston 12-20-28-410 
All Models 


87 


P034389 


Stock Bolt Washer 12-20-28*410 








All Models 


"Incfecales part must be titled by Browning Service 
Department or a qualified gunsmith. 






88 


P034386 


Stock Bolt 12*20*28*410 Al Models 


'"Number /or parts not sold sepdrarefy but as an assembly. 


69 


••P037118 


Stock Cheek Piece Assembly 








90 


P037122 


Slock Complete 








91 


P093651 


Stop Adjustment Set Screw 








92 


P034416 


Take Dov^ Lever Bracket Screw (F) 
12-20-28-410AS Models 








93 


P034418 


Take Down Lever Bracket Screw (R) 
12-20-28-410 All Models 








94 


• P034413 


Take Down Lever Bracket 12 









Type2&3 






grtxjv’c (See Figure l6). Tlie Left Hand lK)le \> 
found on tile Ixxiom left .side of the recoil (xid 
plate. 

4 To place the recoil pad in die Neutral PosKion 
line up the Neutral Position hc^e aruJ gfoo>*e 
(Sec Figure 17). The Natlral l^isition ifiR’aded 
hole Is found on the right side of the axuil pad 
plate. 

3 With the hole lined up with the cwrea groovv, 
insert the set sckw and tighten it dcn\'n— 
through the recoil pad plate and down into the 
gr(X)v'e — using the small alien w rench. (If the set 
.screw was already partially scretved into one of 
the other liireaded holes— for a different Cant 
setting— you will need to remove it and move it 
to the correa hole.) 

Adjusting Cast On and Cast Off 

IliLs adjusunent a I low's you to achiev'e a perfect fit 
of the stock against your face. This is a most crucial 
adjustment, as it determines how correctly and con- 
sistently your eye will line up with the sijdw plane 
along the barrel rib. A Citori Plus correctly adjusted 



for cast on aixl east will have you kx iking di- 
rectly doevn the center of the rib with the from and 
middle lieads in aligruneni. 

Cxsi on and off is not affeded by any changes in 
point of impact made at the rib, To adjust ctisi on 
and cast off perform the following: 

BEFORE PERFORMING ANY ADJUSTMENTS, 
ALWAYS MAKE CERTAIN THERE ARE NO 
SHELLS IN THE CHAMBERS. 

1 Loosen die two .stock adjusimenl set screws on 
llte right side erf the reimis able ciieek piece and 
remove the clKek piece by lifting upward (See 
Rgure 18). Tills exposes the Cast On and Cast 
Off adjustment mechanism, the cheek piece 
comes set from the factory' w iih cast in the cen- 
ter position. 

2 Locttcn both (rf the stock adjustment .said screw'.s 
kx-ated in the top of the stock adjustment saids 
uang ihe lat^r Omni) alien wTench pro\ided 
(Sec Figure 19). It takes alwui a 1/4 " turn to 
loosen them adequately. 






Adjusting drop. 

Clockwise to fewer comb. Counterdockwise to raise comb. 




3 Slide e.ich stud equally in ihe dcsirw) direction. 
Hach mark Indicates l/lC". 



4 Mow ihc slucLs lo the riglil for Oust Off. 

5 Move the studs to llie left for Cast On, 

6 Right handed shooters may desire some Cast 
Off’, with left handed shexxers preferring some 
Cast On. Tlie lenninolog)* is tin* sanx; for riglii- 
or left-handed shooters. The net effetl is to 
move the cheek piec*e to allow the faa‘ to mosv 



fan her over itie stock for Ixitcf cTc*-to-rih align- 
ment. 

^ Witen properly sci, tlie front and rear slgln 
lx*ads shovikl line up perfetlly each lime )xxi 
shoulder your shotgun. 

8 Tighten the stock adiusiment stud screws, Ik* 
careful not to ov'er tighten. 

9 Replace the cheek piece onto iIk? studs. If drop 
at contb has already Ixen .set to your desired 
height, tigliten the two sttxk adjuscmcmi set 
.screw's securely. If drop has nvx Ixen sti. Icaw 
the set screw's loose and proa*ed to “Adjusting 
Drop at Comb" below. 

Adjusting Drop at Comb 

Adjusting the drop at tlte con^> alknvs )*ou to align 
your eye perfealy with the plane of the rib. A cor- 
rect .sight picture for most s)iooter> should have yxw 
looking dow n the rib with ihc bottom of the front 
bead resting on tlie top of the mkldle bead. This 
forms a ‘figure eight" or “.stacked" configuraiion. 
Some of the rib will l)e showing as yoo look down 
the rib, luit no rib will show between the beads. 



The important thing is to line up correctly each time 
you sIhxx. 

Tlie drop measurement is deicmiined by men.su ring 
il)c distance l)ctween tlie plane fonned by tlie top 
of dw rib and iIk top of the cheek piav itself, Tlie 
higlier die cheek jwce, tiK low'cr the drop. To set 
drop perform the following: 

BEFORE PERFORMING ANY ADJUSTMENTS. 

AL WA YS MAKE CERTAIN THERE ARE NO 
SHELLS IN THE CHAMBERS. 

1 Loosen iIk* two stock adjustment set sctcws on 
ilte right .skle of the cheek piece (if they were 
not left loose after setting the Cast). The cheek 
(me will now mote freely, up and down on 
tlK stock adjusimeni studs. 

2 Remove tlie ckrek piece cximpletely off of the 
Ixiustock \yif lifting it straight up. If it won't re- 
move, l(M)scn tk stock adjustment set screw, s 
until ii an k* remov ed. 

3 lascit the .smaller (2inm) alien wrench (pro- 
\idcxl) into the drop stop adiu,simeni screw lo- 



exued in the tcnicT of the drop .stop nut. Ibu nd 
on I lie underside of tk* cheek piece (See Figure 
20 ). 

4 Turn it tounierdtK'kw'Lse to raise the drop .stop 
.scTew*. and. in turn mince tlie dn)p at the cximb. 
Tile more ihe drop slop screw protrudes from 
Ik* Ixiitom of the dieek pk‘ce, the lev drop at 
Ik* c«nb. Tliis is Ixaiuse the end of liie dnip 
st(^ sovw will limit limv far down you can in- 
.sen ik‘ cheek piecx* as you reinstall it on the 
.stock. 

5 To increase drop, turn the screw' clockw'ise up 
inio (he dicck pica*. Do not continue turning 
clockwise past llic fully down |X>siiion (this is 
wk*n tk' drop screw is (lush with the Ixatom of 
ik* cheek (wce. In this position Ihe cheek piecx* 
will rest on the stock.) DROP ADJUSTMENTS 
AREA MATTER OF TRIAL AND ERROR. Adjust 
a little at a time until you obtain the desired 
aglii piciure on the rib. 

6 OrKe your desired dr<^ at comb is obtained, 
reinstall tk dieek piece on the stock adju.stmem 
studs and then secure tlie cheek piece in place 
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hy lightening ihe two stock JcljusinKni set 
sca*\vs on (he rlghi side of the cheek piece. 

Drop is now set on your sluxgun. Do wi set 
drop by moving the cheek pkxx* up and down 
and simply securing it v\ ith the stock adiastineni 
set screws— witluxit using the drop stock screw. 
Unless the cheek pic*ce is posiiioncxl all ihc way 
down, flush with tiie stock, YOU MUST AL- 
WA Y$ LEA VE THE DROP STOP SCREW AD- 
JUSTED SO IT CONTACTS THE DROP STOP 
PLATE, limiting the clowmvttrd n>o\'emcmi of 



the dieek pieev at the clrof) position \du ikier* 
mine. 

Adjusting Point of Impact 

BEFORE PERFORMING THESE AND ANY 
ADJUSTMENTS, MAKE CERTAIN 

THERE ARE NO SHELLS IN THE CHAMBERS. 

Point of impact Is cIcHermined !>>' patterning a sliot- 
gun and determining tite relatioasltip Ixi\seen 
where you were aiming and where ll)e acltcil cvntcr 
of the pi Item is. The Citori Plus conK*s pa*.scl with 
point of impact approximately 6" above the p)ini of 
aim at 40 yards. Point of impact fl/jweihe actual 
aiming point allows you to keep the clay Nrd in 
view constantly — iust alxn'e the ril)— as )'ou swing 
and shoot. 

Tlie Cilori I’lus has a point of impact adjustment 
range of approximately 3" to 12" above point of 
aim. Two approximate ranges of adiasimeni are 
av'ailal>le: 3'^ to 9" and 6" to 12". Changes are aax^m- 
plished, across the full range, by a comI)inauon of 
turning the rear adjustment screw, and mo\ing the 
mu77.le end of the hb lo either the higher or lower 



selling. Use the folkAving to help decide wliat ad- 
jasimems will lx necessary. 



THE APPROXIMA TE RANGE 




OF ADJUSTMENT 1$ AS FOLLOWS: 




Front In Up Position: 


With amr all ilx way down; 


3" 


With tear all tlx way up; 


9" 


Front in Down Position: 


With rear all the way dtw n: 


6" 


With rear all (he w'ay up: 


12" 



CHANGING THE POSITION OF THE 
RIB AT THE MUZZLE END — 

The rib at the muzzle end Iws two holes— one 
slighil)' higlicr than the other. Rcmt)\ing the pin and 
aniligning the hok?s to tlw slot in the front rib pcxst 
ciungc*s ril^ Ixight at the muzzle. Your Citori Plus 
cxMixs with iIk* rib in ik* down pwition at the 
muzA‘. With it in this position you have an ap- 



|W)xim;Ue piint of impict adjust me ni range frt>m (f 
lo 12" alxn e p>int of aim. If )m desire to ciumge 
the range lo 3" to 9", or later return it lo the original 
setting. jKffonn the folk) wing: 

1 Place yxwr Citori Plus .securely in a prdcled \ ice, 
if possible- (If m \it'e Is at'ailable la)' it on a sur- 
face that will mx nuir the finish and Itold the 
sliotgun sc*curdy.) 

2 Will) tlx special Cilori Plus rib punch (supplied) 
and a ligl)t lumnxr, tap out ilie pin holding the 
rib to tlx front rib [wsi (Sex Figure 21). This 
punch Is designexJ to make this change easy and 
10 avoid any possibilit)* of marring the rib. 

NOTE: AlthcKigh rarely necessary', at this point 
tlx ril) itself is nearly ready to lx remo\'ed en- 
tirely from the barrel, ^lien perfonning point of 
impact adjuslnients onh', it is ne\x*r nea’ssary' to 
renxn'e the rib. For a thorough cleaning of the 
rib acljusinxru media nisms it may lx lielpful in 
sonx cases. See ‘Remov ing and Reinstalling the 
Rib,' Ixlow. for insiruaioas. Otherw ise, prtxeed 
to step three for adjusting point of impaa. 
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Higher posilicrt: lower hole eligned with slot 




Lower position: upper hoie ahgned wtih slot. 




i 7b .set ilie from of tlic ril> in li>e iii^hcr po?*jik)n. 
lift up on the rib uniii the lower hole in ilw ril> 
lines up with the slot in iIk‘ rll> pos* (Sec Figure 
22«A). To set the rib in ihe down pusilion (as il 
comes from the factor^') align I he upper hole in 
die rib with the slot in the post. The rib is 
pushed all the way down onto the rib post in 
this position (See Figure 22-15). The amount of 
venial change from one ailing lo the next may 
seem small, liut it results in an approximate 3* 
change in point of impact, 

4 To secure your setting, inait the punch In one 
end of the roll pin and place the pin in the de- 
sired hole. Using a light hammer, lap the roll pin 
into position. Once in position, with no ponion- 
of the pin protruding from either skle, the 
change is completed. 

MAKING SMALL ADJUSTMENTS 
AT THE REAR OF THE RIB — 

The fib is adjustable from the rear of the rib, in ap- 
proximately 1/2" inaemencs, by turning the rib el- 




tvjiof .screw In or out. As you turn the screw you 
will l>ear and feel a click ^ch click represents ap- 
pioximaiely 1/2" adjasiniem in point of impact at 40 
prds. You may use ilw screwdriver blade found on 
die ImecKw Hus choke tulx* wamch (supplied) to 
iruike the adjustment. 

1 To .set a .specific |X)im of lm|xia. lirsi ,sel the 
from rib p<Kition (if netus.s;iryO lo the range of 
aditLsiiiKni )XKi will need (see alxwe). 

2 lascfl ihe .sciv\\'driver end of the In vector 1^1 us 
tool into Jlu* tvar ekwaiion .scTew (.See Figure 

23). Tlicn turn the stTc\\' fully down (if it is not 
already in (hoi position). 11iis will put point of 
impact ai 6' alww (with front of rib set dow n) 
or 3“ alwve (with front of rib set up). It makes it 
ea.wr lo lum tlx* screw in by pre.ssjng lightly 
down on ilw ril> when low'ering it. 

3 Turn (he screw out (counterclockwise) lo rai.se 
point of impact. Remember, each dick repre- 
sents 1/2* movement. Turning the screw' in 
(dockwise) knx'ers point of impact. Do not force 
ihe screw after reaching its maximum uj>/dow'n 
ifa\*el. 

4 When your desired point of jmjxici is achieved, 
the rib requires no Either settings. The click 
mechanism is made to tightly hold point of im- 
pact at your desired setting, 

5 Reselling the drop adjustment in the moveable 
dieek piece may be necessary wlienev'er the 
plane of the rib is changed to alter the point of 
impact. 
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REMOVtNG AND RE/NSTALUNG THE RiB — 

Ii Is never necess;ir)' lo femo\c ihc rib for adjusting 
point of iinpaci. To remove rljc rib for cleaning (if 
e\'er necessar>0, careftilly pertbnn the following lo 
make sure no parts are num*d or danuged; 

1 Raise ihe rear of the rib l>y turning counierdock- 
WLse on the rear eles arlon screw’ uruil ii Ls as 
high iLS k will go. xs explained in step two un- 
der ‘Making Small AdjtistnKmLs ai the Rear of die 
Klh," Do nor force. 

2 Remove the roll pin at rhe from of iIk ril> xs ex- 
plained m steps one and two under iIk* sulv 
heading ‘Changing the Pewition of ik* Rib ai I he 
Miixzle End." 

3 Lift U]) cm the muzzle end of the rib aixiut 30®. 
Carefully lift the rii) tbrwtird and out from the 
rear rib elevator housing. Net'cr ailcmpl to a‘- 
move the rib by lifting on the front of the rib 
without the a'ar rib adjust nK*ni fully raised. 

I W ith the rib ivnK)val lx* caa*ful not to k>sc ik* 
rib pivot. It Ls the drailar part with a skulder 

on each side that is fiticxi Into the ril>. li Is easily 
removed and reinserted. 

3 Removing the rib exposes the eltwaior dcieni 
spring which Is inserted large end first into the 
groove In the rear rib elev-iuor housing, with the 
knd facing up. It is unnecessan' to removv this 
spring. Clean and lightly oil all rib componems 
as necessary. 

6 To reinsialh make sure the ele\'aior detent spring 
is iasialled properly and the elevation screw is 
turned fully countercloclovlse. Insert the rear of 
the rib Into the rib ele\ a(or housing with the 
front of the rib up about 30®. Make sure that the 
shoulders on the rib pivot are aligned with the 
grooves In the rear rib elevator housing. Uws'er 
the from of the rib dow'n onto the from rib post 
and secure the from of the rib with the pin at 
the appropriate setting as explained picvioiisly'. 

Optlonaf Barrel Porting 

Your gun may or may not have optional barrel port- 
ing. The drilled holes in the top of the barrel are de- 
sired by some shooters for their tendency to reduce 



Ixjnel jump and gi\*e a feeling of lower recoil 
a^lnst the lace. They require only an cxca.sional 
cleaning xs dc*scrilx*d under 'Cleaning Suggest loas" 
latcT in this manual. 

Invector Plus Choke Tube System 

Your Citori Plus is provided with the Imeclor Plu.s 
scivw-in clwke mix .sysitmi. You can confinn this 
b\* reading the iascripiion on the right side of the 
Ixirrd. The words INVECTOR PLUS mean your shot- 
gun uses a chdee tube system designed for use in 
BrottTJing \2 gauge shotguns with back-Ix)red bai’- 
rels. Ik* extra length. coinWncd w lih s|xclal luk 
lapeix, vxHt the finest possible pallems for tar- 
get sluxgers- Plus, you retain the s;ime choke 
switching cxmwnieiKX* of the .standard Iiwator sys- 
tem In vector Plus Tulx*s aiv fully stc^el and lead 
.sIhji ctmtpatihle. A spevial "Plus' clioke mix' 

\\‘ix‘ndt is pnnidcxl to reitiow and tighten these 
lulxs. This wrvnci^ also has a st‘iv\\'dri\er end for 
penfonning rib adjustrixtils. 

CAUTION: tNVECTOR-PLUS TUBES ARE FOR 
USE iN BROWNING SHOTGUNS WITH BROWN- 



ING BACK-BORED BARRELS ONLY 
(. 746" + 0 • .006). AND ARE NOT INTERCHANGE- 
ABLE WITH REGULAR 12 GAUGE INVECTOR 
CHOKE TUBES. DO NOT USE INVECTOR PLUS 
TUBES tN BARRELS THREADED FOR STANDARD 
INVECTOR TUBES. DO NOT USE STANDARD 
INVECTOR TUBES IN BARRELS THREADED FOR 
INVECTOR PLUS TUBES. FAILURE TO FOLLOW 
THESE WARNINGS MAY CAUSE DAMAGE TO 
YOUR GUN AND CAUSE INJURY TO YOURSELF 
AND OTHERS. 

DO NOT FIRE THIS SHOTGUN WITHOUT HAVING 
BOTH INVECTOR PLUS CHOKE TUBES IN- 
STALLED. PERMANENT DAMAGE MAY RESULT 
TO THE THREADS. 

DO NOT USE BROWNING INVECTOR CHOKE 
TUBES IN ANY SHOTGUN BARRELS NOT 
SUPPLIED BY BROWNING. ALSO, DO NOT USE 
ANY OTHER CHOKING DEVICE iN ANY SHOTGUN 
BARRELS SUPPLIED BY BROWNING. USE ONLY 
THE APPROPRIATE GAUGE AND TYPE OF 
CHOKE TUBES MARKED INVECTOR PLUS. 
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CAUTION: WHENEVER HANDLING ANY SHOT- 
GUN FOR THE PURPOSE OF REMOVING OR 
INSTALLING A CHOKING DEVICE. MAKE 
ABSOLUTELY CERTAIN THE GUN IS FULLY 
UNLOADED, AND THE ACTION IS BROKEN 
OPEN! NEVER ATTEMPT TO REMOVE OR 
INSTALL A SHOTGUN CHOKING DEVICE ON A 
LOADED FIREARM! 



TUBE REMOVAL-^ 

1 FuJIv unkxid vour Citorl . 

ALWA Y$ UNLOAD YOUR CITORI PLUS 
FULLY. INSPECT THE CHAMBERS TO MAKE 
SURE THEY DO NOT CONTAIN ANY SHELLS. 

2 Open the action using the top kvtir as explained 
pre\iou5ly. 

3 Use the In\'eaor Plus \nench co loosen ihe tube, 
iiiming it coumerclock\Nise, Finger mist the rube 
I he rest of the w av out of the Iwirel, 



TUBE INSTALLA TtON— 

1 Full)' unload your CiUHi . 

ALWAYS UNLOAD YOUR CITORI PLUS 
FULLY. INSPECT THE CHAMBERS TO MAKE 
SURE THEY DO NOT CONTAIN ANY SHELLS. 

2 Open ihe action. 

3 Before installing a lulx*. chex'k the inicrnal 
dwke luiK ihamds In the muzzle, os w'ell as the 
tliamds on ilte In vector Plus clioke lul)c to l>e 
sure iIkt aa* clc*an. Lightly oil the threads w Ith 
an oil like Bix)W'ning Oil. 

•I Using your fingers, screw' the appropriate iulx‘ 

into the muzzle cthI (rf the hanvl, tapered end 

first, notched end ounx-ard, When it Ixa^mes 

finger-iijd»t. use the In vector Plus choke tulx 

wrench to fimiK' seal ihe tulx.*. 

* 

THE INVECTOR CHOKE TUBES SHOULD BE 
PERIODtCALL Y CHECKED TO ASSURE THA T 
THEY ARE TIGHT AND FIRML Y SEA TED. 
BEFORE CHECKING, FOLLOW THE SAFETY 
GUIDELINES OUTLINED ABOVE. 

Rejrfaceineni and additional tulx*s and w rendies 
are avitibble from your Brow ning dealer, or by 
writing to the Bix>wning Consumer Departntent, 
One Biowning Placx*. Morg;in, Utali 84050. 
801-876-271 1 . 

Qinadian custoinefs please call or w rite to 
Browning Canada Sport.s Ltd. Iiee, 5617 Cheniin 
St-FrancoLs. .St-Laua‘ru. Canada H4S 1W6, 

(5H) 335--^26l- 

tNVECTOB TUBE IDENTIFICA TION — 

To idemil}' indis idual Ins'eaor tubes, refer to the ab- 
breniaied indk'aliOTs on the side of the lube, or use 
the klcntificaiicH) notclies located on the top rim of 
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12 Gauge Invector Plus Tubes for . 74S" back bored barrets. I 


Rim Notches 


Choke Desi^iation 


Choke Designation 




With LEAD 


With Sim 


X on side of tul>e 


X-Full Turitey Spd. 


4 


I 


Full 


B 


II 


Improved .Modified 


Full' 


III 


MoclifK-d 


Fuir 


nil 


Impjwed Cylinder 


.Modified 


mil 


Skcei 


Improxed Cylinder 


no notches 


Cvlinder 

4 


Cylinder 

• 



'IhHonarailbsMiiht f>tftKa•|tA^llxbl^hJ^, ^^,n^mcl•onulthikriabo^u^Mmll^lmlnn9|ffkUlr 'Bkmft'pMm 

^St7v» nivn /AdK onrfMv tirtignaiiL»»lakti/of4iKanikrtibupiiikrn. iitff6rMo^«ipei(c^*iiAt/^A^rrlxin. tarjtirtboisii'fshxIsfHJikMiils 



each tube. (See Figure 24). 

SELECTING THE CORRECT iNVECTOR 
CHOKE TUBE ^ 

Alihougli your Citori Plus Is dcjagncd for targe* use 



clean. 

BEFORE PERFORMING ANY CLEANING 
PROCEDURES, ALWAYS MAKE CERTAIN THERE 
ARE NO SHELLS IN THE CHAMBERS. 



with lead shot loiids, rho Invecior Plu.s choke .s^'.steni 

4 

h fully compatible with faaoiy .steel shot loads a.s 
well. For your Information only, on the chan alwe 
v\e have Included steel shot Information in addition 
to the lead shot choke/ paitc^m specifications )va 
will need. Both lend and steel dWignations have 
proven necessary for hunters using other Browning 
guns w'ith .standard Invector and Imecior Plus rube 
bcx'ause In any given tube, steel shot gives a differ- 
ent pattern than lead shot. In fad, e\*en larger steel 
shot diameters result In different patterns ihan 
smaller steel shot sizes. Eiict designation is in- 
scribed on ettch choke tube. Reftiemher. uill 
only need to ivfer to the lead shot designations when 
selecting a pioper tube for par Citori Phis, as your 
neiv shotgun is not designed for any bunting use^ 

Cteanlng Suggestions 

The Citori Plus is a target gun, and as such will 
function better and more reliably over a longer pe- 
riod of time if it is properly maintained aixl kept 



You should dean \XHir Cli<^ 1^1 us after evea clay of 
.shooting, and nxm; often if it kcomts excessively 
dift>'- A minimum cleaning includes wiping down 
tlK* action and oiling key pans. Most regular mainte- 
nanct* will also indude deaning the barrels. If you 
encounter a function problem (light action w'hen 
dosing, etc.) be sure to give your gun a thorough 
deaning. to .see if it solves ilie problem, before 
seeking the .services of a Browning Recommended 
Service Center or the Brenvning Serv'ice Facility in 
Arnold. .Missouri, or a competent gunsmith. 

A light cleaning meaas oiling and wiping down. It 
can be accomplished with tiie l)arrel.s .still attached. 
A full cleaning requires tliai )x>u remo\'e the Iwrrels 
ar>d forearm. To clean your firearm, follow the gen- 
eral outline below': 

CLEANING PROCEDURES — 

BE CERTAIN YOUR GUN’S CHAMBERS ARE 
UNLOADED. ALWAYS WEAR PROTECTIVE 
SAFETY GLASSES DURING ALL ASSEMBLY, 
DISASSEMBLY AND CLEANING PROCEDURES. 
KEEP AMMUNITION AWAY FROM THE CLEANING 
AREA. DO NOT TEST THE FUNCTION OF YOUR 
FIREARM WITH LIVE AMMUNITION. 
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1 Remo\e the hincls arKJ forearm from ihc re- 
cei\er as explained previousl)'. 

2 Using a shotgun cleaning rod with a lip and 
patch large enough for a snug fii in the bores, 
insert the rod ancl lightly oil the patch in die 
breech end of the barrcis and nxn luck and 
foiih se\'cral times in each Iwirel. 

3 Inspect the bores from Ixxh ends for leading 
and plastic residue. Plastic residue b> often left in 
the lx)res from the shot cups in modem 
shot.shelLs. Leading and plastic residue will ap- 
pear as longitudinal streaks and are usually 
more predominant near tlK‘ muzzles ami just 
forw'aid of the chamirers. A normal amount of 
either is common and is noi sericHLs, If leading 
or plastic residue streias exces,si\e >*00 can re- 
move it by brushing tire bores with a brass 
brush, Soak the bruslt or spray tire bore with a 
powxler solvent first. Scrub until dean. To pa*- 
N'eni bristles from breaking off. push the Iwisli 
fully through eadi tinre Irefore pulling it luck 
ihrt)ugh. 

4 If )*oiir shotgun has Ixirrel ports, careftrlh’ clean 
them with a mg soaked in powdet soisent. \ou 
niiiy need to scrape residues from ihe hoks wiih 
something like a small saewdriver, pipe cleaner 
or small l)rush, If so, be careful not to mar ihe 
blueing on the barrels' outer surface, or scratch 
the inside of the barrels. 

5 After all leading a residues have been remo\red 
run a dean dry patch through the bores. Follow 
this with a final lightly oiled patch. 

6 Wipe all metal surfaces off the receiver, forearm 
and barrels with a dean rag. Then lightly oil 
your gun at the points described in step 1 under 
‘Assembly Procedures." Regular, light ^ing is 
extremely important to the duiabOily and reli- 
able operation of your shotgun. 

7 Remember, the broad, polished, finely fined sur- 
faces of the receh er and forearm mechanisms 
(the biirrel lugs, the hinge pin and forearm 
bracket) must always have a thin film of oil. Use 
a quality oil like Browning Oil for this purpose. 



8 Inspea the bands and chaml>ers, MAKE CER- 
TAfN THA T NO PA TCHES HA VE BEEN INAD- 
VERTENTLY LEFT IN THEM. Remove any tliat 
remain. 

9 Wipe all wxxxl surfaces with Browning Oil or a 
qualire furniture but not both. 

OTHER CLEANING SUGGESTIONS — 

♦ No'cr pour large quantities of oil into the re- 
ceiver or oihtT parts. It can dniin down to the 
wood and soften it — and caua* pcTiriancni 
damage and loosening of the sux‘k. 

• h Is \'eiy imixmam that the chamlrers of your 
slwHgun Ire citmned ilwroughiy and promptly 
after dnxxing j^astic .sitoLshdls. DO NOT LEAVE 
DISCHARGED (EMPTY) SHELLS IN THE 
CHAMBERS FOR ANY LENGTH OF TIME. The 
chemical c*omposjtion of many plastic .shells 
axiiaias moisture which can "swear out of lire* 
shell and <mto lire clwmlxT surface, tind passi- 
bly cause c'orrosion and rest. 



• The recoil reduwr meclianism .should ne\ er re- 
quire any maintenance. In fact, attempting to oil 
it will wash away (Ire lifetime lubrication already 
given it. Be sure to clean grit from in and 
around the mechanisms of the adjustable rib. 
Aerosol Browning Oil aids in keeping these 
pans clean. 

• (Xrcasionally remove the cheek piece and wipe 
the adjustment parts clean. 

NEVER ATTEMPT TO TAKE YOUR CITORI PLUS 
APART FURTHER THAN EXPLAINED IN THIS 
MANUAL 

This is a specialized, finely filled media nisnr You 
may penmnenlly mar it by aiiempling to disas- 
semble the inner mechanism assemblies. If further 
disassemWy fcM- service or cleaning is required, take 
your gun to a BrowTiing recoinniended Service Cen- 
ter or a competent guasmiili. or send it to our 
Amok). Missouri Service Facility as explained under 
''Service or Repair.” 



BROWNING RESERVES THE RIGHT TO REFUSE 
SERVICE ON FIREARMS THAT HAVE BEEN 
ALTERED, ADDED TO OR SUBSTANTIALLY 
CHANGED. 

Removal of metal from barreKs). or modificaiions of 
the fifing mechanism and/or operating pans may 
lead to Browning's refusal of service on such fire- 
arms. Browning will charge (he owner for parts and 
labor to return the firearm to original Browning 
specifications. 



Service or Repair 

(f your firearm should require service or re- 
pa f is, we suggest you first coniad a kx:al 
rcco 111 mended Browning Fia*arms Service 
Center. Contact your Browning sporting 
g< 3 ods dealer or call our Servkx* I>epar!- 
mem for the address of the Service Center 
nearest you. Otlierw'ise, you m;iy send 
your firearm directly to our own Service 
Department. For tec lin leal questions alxHit 
your firearm or service call our Serviev 
He pan mem. 

Browning Service Department 
3005 Arnold Tenbrook Road 
Arnold, Missouri 63010-9406 
Phone: 1 -BOO-322-4626 

Canadian Customers call or write: 

Browning Canada Sports LidJLtee, 
5617 Chemin St-Francois 
St-Laurent, Quebec H4S 1W6 
Phone: (514} 333-7261 



Wltcn reluming your firearm for servicing, 
you nu/stdo the following: 

a. Be sure it is completely unloaded, 
b- Package it secua*ly in a cardboard 
container. 

c. Knclose a letter with your firearm 
that clearly descrilx's the trouble 
experienced and the repairs or 
alteratioas desired. 

d. If cx>nvenient, send a copy of the 
letter to lus sseparately. 

e. Ncvc‘T return ammunition with your 
firearm. It is against postal and most 
c*t>mmerce regulations. 

If you have any questions about iliis 
manual or alxHit any other Browning 
products, call or write our Consumer 
Information Department: 

6raivn/n£r Consumer Information 
Morgan, Utah 84050 
Phone: ^1)876-2711 



